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Cigarette Code: PMLVCG0191 Effective Date:08/14/98 Smoking Type:NISO 

SAP CG CODE: PMLVCG0191 AS400 CODE: PMLV000190N1S 


Sample Status: a=Data Approved f^Flag (Data Outside Tolerance) p-DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO CHANGE 
Notes: A Indicates a change 

* Paper Additive is a Target Level 
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RESULTS ORDERED BY DESCENDING DATE 
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Cigarette Code: PMSSCG4950 
SAP CG CODE: PMSSCG4950 


Effective Date:06/08/98 
AS400 CODE: PMSSOO4950JPN 


Smoking Type:NTIOJ 


Notes? ^indicate^^change^ f_Flag {Data 0lltside Tolerance) p=DATA HAS NOT HAD FINAL REVIEW/APPROVAL: SUBJECT TO change 
* Paper Additive is a Target Level 
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